





The Arriflex 16 is the most important camera in the 16mm professional field. It 
is a masterpiece of design and precision craftsmanship; it offers so much more 
thon other existing equipment that no comparisons can be properly made. 


The Arriflex 16 was developed to bring to 16mm work all of the facilities and. 
picture quality available in 35mm cinematography. Thot this objective has been 
achieved is understandable in light of the fact that Arnold & Richter has been 
known — since 1917 — os Europe's leading manufacturer of professional cine 
equipment. Arri cameras, film lab equipment, printers, etc. are used through- 
out the world. 


The Arriflex 16 is today the most wanted professional 16mm camera in Amer- 
ica, The reasons for this preference become quite clear when you consider the 
many features and advantages it offers. 


To start with, the Arriflex 16 is a hand camera. It is extremely lightweight, and 
has an ingenious contour hand grip that makes steady hand-held filming easy. 
Then with the simple addition of Arri accessories, the Arriflex 16 can be built 
up to handle every requirement in cinematography, including lip-synch and 
sound stage double-system recording. 


To examine an Arriflex 16 — to handle it — to use it on the set or on location — 
only once — is to become a confirmed Arriflex enthusiost. 





scaled for portabili 


Here's how the Arriflex 16 
earns its lightweight title. 


© The basic camera, 5 lbs, 14 oz. 
e Add a variable-speed. electric 
molor, and you've added only 
20 ounces 

Complete with three typical 
lenses, the ready-to-flm Arrifiex 
'ovfit scales just over 8 lbs. 









Shutter ‘clo 





viewing system. 





how the ari ror reflex shutter works 


The Arriflex shutter rotates at a 45° angle between the lens 
xis and film plane, The front of the shutter is on optically 
flot, surface-coated mirror. When in “closed” position, it 
reflects the image into the optical system of the finder. In 
"open" position, the image passes directly onto the film for 
the exposure. 
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You will note that the Mirror Reflex System of the Arriflex 
does not beam-split the light, but makes all of the light 
transmitted by the lens available to both the finder and 
the film — intermittently. This insures a brilliant image in the 
finder — even when the lens is stopped down — as well as 
correct film exposure. The Mirror Reflex System was in- 
vented and developed by Arnold & Richter. 








thru-the-lens focusing and viewing 


The advantages of thru-tho-lons focusing and viewing — 
even while — are well recognized, They eliminate 
parallax problems, and the need for multiple finders and 
masks, and rack-over devices. You can frame accurately, 
and follow-focus critically, through the very lens that is 
shooting the scene. And you seo the image continuously — 
right side up and uninverted — through a highly corrected 
optical system, magnified 10 times. This applies to every 
lens you use, whothor Wide Angle, Standard, Telephoto, 
or Varifocal. What you see, you get — and what you get, 
you seel 
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Acual crosssection of Arilex 16 Optical System. 











SIDEPRESSURE RAIL 





REGISTRATION PIN D 


ra BALANCED REAR PRESSURE PAD 15) 


precision film gate and registration pin 





most essential feature, 
The function of the film gate is to hold the film perfectly Nat 


‘and absolutely steady during exposure, ond to permit film 








buckle switch with override 


Professional in every detail, the Arriflex incorporates buckle 
switch which automatically stops the camera al Ihe end of the 
Alm run or in case the film should jam, This is particularly impor- 
tant when the camera is used with sound blimp or barney, An 
external manual override permits the buckle switch circuit to 
be bridged without opening the camera. 














movement from frame to frame without scratching or otherwise 
merring the film. 

The registration pin in the Arriflex 16 is located in the ideal 
position — in the bottom frame line! It enters the sprocket hole, 
engages the film, locks it in position, and holds it rock: 

for the entire duration of the exposure! 

















here are some of the quality features of the arriflex 16 film gate: 


e EXTRA LONG — for precise alignment and steady film direction. 
e SIDE PRESSURE RAIL (1) — spring-loaded along entire length of gate, for maximum lateral stability. 
e BALANCED REAR PRESSURE PAD (5) — holds film flat and in correct focal plane. 





e CROSS STAGES (2) — around Alm apertures on front and rear sections prevent film “breathi 
e FILM TRANSPORT CLAW (4) — independent of REGISTRATION PIN (3). Engages film 


‘one sprocket hole below film gate from front (emulsion side), 
whereas registration pin enters from rear (bose side). 
+ SINGLE SPROCKET DRIVE — accommodates either double or single perforated film, 


o MICRO-SMOOTH SURFACES — gate is made of stainless steel, precision- 
lapped chrome-plated, and highly polished. All surfaces in 





contact with film are microscopically smooth. 


500x photomicrographs demensrate the precision finish 
of the Arriðex 16 Film Gate fW os contrasted with fim 
ote ish of other well known Témm camera fright! 











instant-change lens mounts 


Arriflex instant-change lens mounts 

have large flange surfaces to insure 

positive seating, precise flange-focus 

and alignment. Tolerances are kept to 
in 0002 of o 








out need for readjustment. Each Arri 
flex lens has a convenient follow-focus 
grip. The entire focusing range of the 
lens is covered by moving this grip in 
an arc of less than 160°. 

(For complete selection of Arriflex 
lenses, see price list) 


zoom lenses 
The Arriflex 16's mirror-reftex finder 
greatly enhances the eosy-hondling, 
economical advantages of zoom 
lenses. Because the camera provides 
continuous through-the 





while filming, your Arrifiex-mounted 
varifocals need no finders of their 

7)99 own. Various zoom lenses ore avail- 
able in rigid-support Arriflex mounts. 
Complete selection i» shown in the 
Arriflex price list 





divergent three-lens turret 


The Arriflex 16's unique turret design 
provides a full 21° divergence be- 
tween lens axes . . . permitting the 
side-by-side mounting of long ond 
short lenses, without any mechanical 
or optical interference. For example, 
in the dramatic combination of a 
300mm telephoto with a 16mm wide- 
angle lens, the long lens barrel re- 
moins completely out of the short 
one's field. Turret rol are 
dot-coded on the rearward edges to 
jentify the taking lens from the cam- 
eraman's position. 

















kilfitt tele lenses 


For nature and sports photography, 
wherever tele lenses are needed. Kilfit 
Kilor lenses ore recommended; They 
have won world-wide acclaim. Kilfit 
long focus lenses are available from 
20mm through 600mm. A complete 
Kilfit brochure will be sent on request. 








electric motor drive 
Electric motor drive is essential in a 
professional camera, because 
alone can afford continuous, unin- 
terrupted filming, and can suppl 
RU int ‚er. The Arriflex 16 is. 
supplied with a variable-speed, 8- 
vor (wild) DC motor as standard 
equipment. This motor can be oper- 
ated from a compact, light, 
rechargeable battery pack, dry cell 
batteries, or from 110-120 Volts AC 
by means of the Transformer- 
Rectifier Unit. The speed of the mo- 
tor is regulated with a continuously. 
variable rheostat built into the motor 
housing, from 0 to 50 frames per sec- 
‘ond, There is also a switch for for- 
ward and reverse filming. 

The standard motor is quickly remov- 
able, and can be easily interchanged 
with the DC Governor-Controlled 
Motor, the AC Synchronous Motor, 
or the Animation Time-Lapse Mech- 
‘nism, 

















© Tho Arri eyepiece is designed for comfortable, accurat 


ing end iv rotatable tf eer, right or felt eye. Full ronge pter 
adjustment facilitates viewing without eye glasses. Hinged door closes 
Mower when camera is ued for remote contol filming. 
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other arriflex 16 features 

These important features contribute immeasurably 
to the versatility of the Arriflex 16. They 

serve to demonstrate the amount of planning and 
study that have gone into the design of the 
Arriflex 16, to create a well nigh perfect 
instrument for professional 16mm filming. 





400 foot external magazine 
for 400-foot darkroom loads or 200-foot daylight 
spools (see page 9). 


internal film capacity 
50 and 100 foot standard doylight-load spools. 


tachometer 

indicates operating speeds from 0 to 50 frames 
per second. The tachometer is coupled to the 
film-drivo, to assure absolute reliability of frame. 
speed, regardless of motor used, or 





footage and frame counters 
operate both in "forward" and “reverse” 





contour hand grip 


provides a natural and firm grip for steady 
hand-held filming. 


matte box and filter holder 

features adjustable front and rear standards and 
two stationary and one rotating filter stage. 
‘Accepts Arri Optical Gloss Filters, Arri 

Filter Holder with Frame for 2" square Kodak 
Gelatine Filters, or Series VIII gloss filters, 

with proper screw-on adapter ring. 


detachable neck strap 


protects camera from accidental dropping 
when used hand-held. 


lightweight 
‘camera with Matte Box (less lenses) weighs 
only 6% Ibs. 


motors for the arriflex 16 


In addition to the Voriable Speed (wild) Mo- 
tor (a) , these other motors are available to 
meet special requirements. They are easily 
interchangeable with the standard motor, and 
are likewise designed for “forward” and 
“reverse” shooting, 








synchronous motor (b) 


The Synchronous Motor op 
Vol, 60 eyde, 













" 
lo the wild motor 
iN. 


single-frame mechanism (d) 


Size of motor = 334" 
3011/4" x 5.11/16" x 





governor-controlled motor (c) 














The Governor-Controlled Motor requires 8 cial geared 
perated from th for time exposures is evoilable on 
for the special order 












for arriflex 16 


The final tribute to the versatility of the Arriflex 
16 is its demonstrated efficiency os o studio 
sound comera, with the Arri Sound Blimp. 














The Blimp is constructed with the most advanced 
techniques of acoustical damping. Extremely 
sound-proof, it accommodates the camera with 
400 ft. Film Magazine and Synchronous Motor. 
The Blimp Housing is made of strong aluminum 
alloy casting, precision-machined and black 
crackle finished, The internal walls are lined with 
ten layers of goat skin, sheat lead and toom 
plastic, covered with a top layer of grey cor- 
doroy, 








Three separate doors are provided for easy ac- 
cess to the interior — one, on top, for attaching 
the 400 ft. magazine; another, in front, for reach- 
ing lenses and turret; a third, on the side, for in- 
sorting the camera. The latter door is also used 
for loading film. All doors are sealed with foam 
rubber gaskets ond ore closed by means of in- 
genious “knee-action” clamp locks. 








The camera is cushion-mounted on a base, 
floating” on rubber bumpers; inserting or re- 





the camera takes but a few moments and 
requires no tools. 





The Mirror Reflex Viewing System of the Arriflex 
16 is utilized in the Blimp by means of the Special 
Blimp Finder, which is included. A control knob 
at the rear of the Blimp permits the operator to 
follow-focus without an assistant; if an assistant 
is preferred, a focus knob is provided at the 
frontleft side under a large window, wi 

the oversized focusing scale, The tal 
easily coupled to the exterior foc 
nism, by engaging a rubber covered finger, be- 
tween the follow-focus grips of the lens (no gears 
required around lens mounts). 





One window at the rear of the Blimp permits 
‘observation of a geared footage counter (which 
is attached to the Synchronous Motor). A second 
window shows the tachometer. A pilot light at the 
rear of the Blimp pulsates while the camera is 
running, Two carrying handles permit easy mo- 
bility of the Blimp, which weighs 70% pounds, 
complete with camera, lenses, Synchronous Mo- 
tor, and 400 ft. film magazine. 
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power supplies and batteries 


1. voltabloc 7V04 battery with built-in 
Mini-charger: 

a battery of advanced design, the finest 
nickel-cadmium battery available, Each battery cell 
is hermetically sealed in a steel case. The battery 
never requires the addition of water, or any of the 
usual maintenance, The battery has clear ad- 
vantages in reliability, long life, and long term 
economy. 

A miniature charger is built right in, for maximum 
dependability and convenience. Recharging take 
only overnight. A fully charged battery will oper- 
ate the Arriflex 16 with 400 ft, magazine for 1000 
feet of film. Battery and charger are housed in an 
attractive, molded, impact resistant plastic case, 
Size: 5%” x 3^ x 5” Weight: 4% Ibs. 
“Separate Mini-chargers are also available — 
Weight: 6% oz. — Size: 24” x 24” x 1%” 


























2. voltabloc 14V04 battery 

Basic character and construction is identical with 
the battery described above. However, itis double 
sized to provide double capacity with the Arriflex 
16. It will drive the Arriflex 16 with 400 ft. maga- 
zine for approximately 2000 ft. of film. The battery 
contains a selector switch so that the battery may 
be tapped for 8 volt (parallel) for use with the Arri- 
flex 16, or 16 volt (series) for use with the Arrifiex 
35. It has built-in Mini-charger. 

Size: 5%"n3"x8”. Weight:8 Ibs. 4 oz. 














3. lead-acid battery 
The 8 volt, lead acid battery is non-spill and 
housed in a case lined with foam plastic. The bat- 
tery will drive the Arriflex 16 for approximately 
2000 ft. of film. Expected battery life is 200 cycles, 
or two years; requires usual maintenance ond 
charging, core. Built-in floats serve os indicating 
Hydrometer. Provides inexpensive, reliable camera 
operation. 

Size: 8 x 3 x 515”, 











Weight: 6 lbs 


trickle charger 

The charger is intended for use with Ihe 8 volt 
Lead Acid Battery. Step-down transformer, selen- 
ium rectifier system, operates from 110 volt, AC, 








> 


A large variety of power sources are available for running the Arriflex 16. There is a power supply for every location 
and every application. The power supply packages listed below will provide the be: 





in convenience and economy, 


50-60 cycle only. It will recharge the 8 volt Lead 
Acid Battery overnight. 
Size: 44” x AV" x3”. Weight: 2 Ibs, 
dry cell battery pack 


The Dry Cell Battery Pack provides a power source 
on expeditions or whenever regular battery re 
charging is impossible or undesirable, The Pack 
consists of two Eveready #716, 9 volt batteries 
(or similar) in a special fibre cose. The case is pro- 
vided with terminals which accept the Arriflex 
power cable wiring and lugs for battery connec- 
lions, and a selector switch to provide either 9 volt 
or 18 volt output. Two #716 batteries in parallel. 
(9 volt output) will run the Arriflex 16 with maga- 
zine for 5-8000 ft, of flm at normal temperatures. 
The pack will also run the Arriflex 35 (18 volt 
output). 

Size: 10” x 9%” x74”. Weight: 20 lbs. 4 ox. 
A single Eveready #716 or similar battery may be 
used to run the Arriflex 16 with 100 ft. daylight 
spools, A small adapter for Ihe power cable is 
available for this purpose. 

It is important to note that the Arriflex 16 with 
magazine must be run from two #716 batteries in 
parallel for proper operation. 


























combination power supply =battery 
charger 

This unit makes possible the operation of the Arri- 
flex 16 with DC motor from 110-120 power lines. 
The Combination Power Supply — Battery Charger 
plugs into 110 volts 50-60 cycle AC lines. It has a 
DC output adjustable from 1 to 20 volts (5 
‘amperes, continuous duty.) It has terminals which 
accept the Arriflex power cables. It may be used 
to power either the Arriflex 16 or the Arriflex 35 
with DC motors. 

The unit may also be used to charge lead-acid bat- 
tery, described above, or any similar battery with 
recharging rates, from .5 to 5 amperes, 1 to 20 
volts. (Not to be used with the low charge rate 
Voltabloc batteries.) The Combination Power Sup- 
ply — Battery Charger, comes complete with fibre 
carrying case and battery connecting cables, built- 
in Voltmeter, Ammeter and control. 

Size: VA" x Z5" x 77. Weight: 1% Ibs. 











400 foot magazine 


The Arri 400 foot Film Magazine for the Arriflex 16 is designed on the single compartment displacement 
inciple for greater compactness. Its film capacity in Lab loads (on plastic cores) is in excess of 400 feet, 
and in daylight loads (on flanged spools) 200 fe 
‘A Torque Motor drives the take-up spindle, eliminating the necessity for take-up belts. This motor, supplied 
separately, is easily attached or removed from the magazine. It is readily interchangeable, and can bo 
used with many magazines, hence only one Torque Motor is needed per camera. It con be set for “for: 
ward” or "reverse" filming, The Torque Motor operates on 6-8 Volts DC, supplied by either the battery 
packs, the Combination Power Supply-Chorger, or the auxiliary supply included in the Synchronous 
‘Motor assembly. 
As the magazine is attached to the camera, electrical contact is automatically made. Each magazine is 
numbered for purposes of identifying the emulsion load or the scenes filmed, and each magazine has its 
own footage counter, Magazine weight — 3% pounds. Torque Motor weight — 1% pounds. 








periscopic finder attachment 











Cross section of Arriflex Optical System 
with poriscopie finder attachment. 





In some special applications, where it is not practical 
to look into the camera eyepiece from the rear — with 
camera mounted on an animation or microscopic stand, 
‘or when shooting upwards from ground level — the 
Periscopic Finder Attachment offers invaluable c 
venience. An optical system, consisting of a roof prism 
and ten lenses, it attaches to the camera between the 
regular finder and the detachable eyepiece. It carries 
the image “around the corner" so to speak. An elbow 
joint permits adjustment of the angle to suit the require- 
ments of the moment. 


The Periscopic Finder Attachment 
extension eyepiece, and makes viewing with the 
eye possible when the 400° magazine is used on the 
camera, 










































arriflex 16 


a arriflex “a” case 
Holds camera, three lenses, matte box, filters 
‘and small accessories. Covered in hammered 
aluminum, red-velvet lined, with chrome- 
plated brass hardware and channeling 
around cover to insure dustproof, moisture- 
proof storage. Only 15” x 9” x 8”, it fils 
under an airplane seat. 
Weight: 8 lbs. 
b arriflex “b” case 
Holds Arriflex 16, with 400 ft, Magazine in 
position, two spare magazines, Torque Motor, 
lenses, Matte Box, Shoulder Pod, filters and 
other accessories, The Model "B" case has 
hammered aluminum covering, is lined in red. 
velvet and has chromium plated brass hard- 
‘ware, chrome plated brass channelling to in- 
> [sure dust- and moisture-proof storage. Meas- 
ures 24" x 6” x 8%". Weight 20 pounds. 
c arriflex 16 tripod 
The Arri 16 Tripod, though an ideal tripod for 
‘any camera, was particularly designed for t 
Arriflex 16, When the camera is mounted, its 
Im plane is positioned directly in line wi 
the pan and tilt axes of the panhead, whi 
results in smoother pan shots. 
No matter how uneven the ground, or how 
tilted the tripod, the exclusive Hemispherical 
Ball-Joint Head permits you to level the 
camera quickly without adjusting the tripod 
legs. And a built-in spirit level indicates when. 
you are set. 
Other features: Pan and tilt locks are con- 
trolled separately; precise machining of all 
metal parts provides smooth pan ond tilt 
single-lock collar for setting each 
leg to desired extension, with equalized pros- 
sure on both shanks; calibrated leg scales; 
adjustable anti-slip chains; tie-down eyelets; 
tie-down lips; dual spurs. Working height — 
15 to 65 inches. Weight — 13% pounds. 














accessories 


















































d arri 16 shorty tripod 
For low angle shooting. Supplied less head. 
Uses Hemispherical Ball-Join! Head (or Gyro 
Head) interchangeably with Arri 16 Tripod, 
Working Height — 9 to 21 inches, Weight — 
8% pounds, less head. 


e gyro head for arriflex 16 tripod 
A new gyro head is now available for use 
on Arriflex 16 tripods, interchangeable with 
the regular heads. The new head offers all 
the advantages of complete gyro in both 
the pan and tilt movements. 





f arriflex filters 
Dyed:in-the-mass, optical glass filters with 
finger grips and locking notch for Arri Matte 
Box. See price list for types, and details 


g arriflox shoulder-pod 
The shoulder Pod is a further aid to hand-held 
shooting with the Arrifiex 16. It consists of a 
crescent-shaped, chrome-plated frame 
sliding and tilting camera bracket, It is adjust- 
able, so that camera can be held comfortably 
with the viewfinder eyepiece at the most con- 
venient viewing position for each individual 
photographer. 








h arriflex pistol grip 
The Pistol Grip which screws into the camera's 
tripod socket, ond connects lo an internal 
switch, permits the cameraman to hold the com- 
era and release the shutter with the left hand, 
while the right hand balances the Arriflex and 
operates the follow-focus. It is finely machined 
of lightweight metal alloys, smoothly finished, 
and is shaped to the contour of a clenched left 
hand. 





i combination shoulder pod pistol grip 
For maximum hand-held camera stability, this 
new unit is an attractive combination of the Arri- 
flex Shoulder Pod ond Pistol Grip. In use, the 
contour grip of the camera itself provides the 
right hand grip and the automatically shaped 
pistol grip the left hand hold. Pistol grip hos 
internal trigger-switch mechanism to control 
camera "start" and "'slop". Unit comes com- 
plete with an extra counter-plate so that pistol 
grip may be used alone. 
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accessories continued 


1 


NOTE lotion ore not in scole 


dom animation motor 
The DOM Animation Motor comes com- 
plete with integral synchronous motor 
‘and separate control box. Operates on 
110-120 volt, 60 cycle AC, Selective 
exposure times, Y or % second. 
Strobe contacts. built-in. On special 
order, may be modified for time 
exposure operation. Separate leaflet 
available. 


master intervalometer 
The Master Intervalometer is a pro- 
gramming or control instrument de- 
signed for Arriflex cameras. It is av 

able in 4 different models, which 
include all or part of the following 
capabilities: automatic, adjust- 
able framing rates from 1 frame per 
second to 1 frame per 25 minutes; time 
exposures from 1 second to 10 sec- 
'onds (other time variations on special 
order); programmed control of lights 
and other 120 volt AC equipment to a 
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total of 1500 watts; buill-in and pro- 
grammed DC supply ond features to 
make all kinds of time-lapse work easy 
‘and convenient for film workers at all 
technical levels. Write for separate 
brochure, 

3. auxiliary shutter 
The Auxiliary Shutter serves as a cop: 
ping shutter to prevent fogging in 
single-frame applications where light 
levels are high and a single frame of 
film remains in the gate for a relatively 
long time. Operated from its own 8 
Volt DC solenoid, it may be automatic- 
ally controlled by the Arriflex Single 
Frame Mechanism or certain models of 
the Intervalometer. 

4. microscope connector set 
Consists of light trap, variable exten- 
sion tubes, and “Rezar” lens adapter. 
These accessories permit the use of 
Arriflex cameras with all popular mi- 
croscopes. 





5. kilfitt makro-kilar lenses 
These dramatic lenses add tremendous 
range to the Arriflex 16 — Ihe 40mm 
1/2.8 permits continuous focusing from. 
infinity down to 4 inches! The 90mm 
1/2.8, from infinity down to 8 inches. 
Highly corrected cooled optics pro- 
duce exceptionally sharp, brilliant 
images. Pre-set diaphragm for rapid 
operation. Built-in lens shade takes 
standard Series V filters. Exposure fac- 
tor scale for extreme close-ups. 











variable extension helical 

makro adapter (not illustrated) 
Ideal for use with the 90mm Makro- 
Kilar, it substitutes for the standard 
Arriflex adapter, and extends the fo- 
using range down to less than six 
hes. It is also readily used with the 
150mm and 300mm Kilars to extend 
similorly their nearest focus. 
























a dom sound barney b dom underwater housing 





Multilayered camera covering with Roggedly constructed of half-inch 
excellent sound damping (est. at welded marine aluminum, this new 
60%). For location work that demands | underwater housing has been tested 
mobility and light weight — also pro- at 300-foot depth. All fittings are 
is camera against weather, Where stainless steel. Lens aperture con- 
J standard blimp is impractical, use trol knob operated from rear. Offset 


of the barney permits excellent synch pistol grips provide maximum stead- 
sound. Electrically heated barney also iness. 
available. 





















e awdllary target finder 
The Auxiliary Target Finder is an ideal sup- 
plement for special work, such as sports, 
wild life, tracking, etc. In these applica- 
tions, where an extremely long lens is used 
to obtain a large image on the film, it is 
difficult to pick up a small, 

fast moving object 
Albada optics of the Al 
Target Finder show a wide 
field with a bright clear rel 
cle to indicate the center of 











the frame. Serves with oll 
focal lengths. Models for Arri- 2 Pa 
flex 16 and 35. P 


d  arriflex cradle 
For exceptionally long tocat 
lengths or extremely large 
lenses, an Arriflex 16 cradle is 
essential to provide supplemen- 
tary support. Arriflex cradles are 
available for 150mm Pan Cinor, 
300mm Pan Tele Kilar, 400mm 
or 600mm Sports Kilar, elc. 














service and maintenance 
Decades of outstanding performance and millions upon millions of feet of film, produced in 
every application and in every environment, document the ruggedness and reliability of 


Arriflex cameras. 


But, beyond that, the Arriflex Corporation of America is a service-minded organization! It 
backs solidly the proven performance of Arriflex cameras with first-class service depart- 
ments. These are completely equipped with modern tools and instruments, genuine Arriflex 
parts and knowledgeable, factory trained personnel. Complete service is available at these 
addresses: 











APPLICATIONS — from MISSILES to MICROBES 


Thousands of satisfied Arriflex users throughout the nation are our best recommendation, 
Here is just a partial list... 


ARMED FORCES: U.S. Air Force, 1352nd Motion Picture Squadron, APCS, Los Angeles, Cal; U.S. Army Ordnance Missile Command, Hesdquart 
Stone Arsenal, Alabama; US. Army Baltic Missile Agency, Missile Firing Laboratory, Tis, Fla; U.S, Army Chemical Center, Procurement 
Center, Maryland; U.S. Army Pictorial Center, Long Island City, New York; U.S, Army Airborne & Electronics Board, Photo Lab, Ft. Brak 
US. Navy, Motion Picture Officer, Hollywood 28, California; U.S. Navy Ordnance Test Station, Pasadena, California; U.S, Navy Underwate 
Sound Laboratory, Fort Trumbull, New Londen, Conn; U.S. Naval Ordnance Lab, White Oak. Silver Spring. Maryland: U.S, Coast Guard Headquarters, 
Washington 25, D.C, "e FEDERAL AGENCIES! U.S, Senate Recording Studio, Washington 25, D.C; National Bureau of Standards, Washington, DC. 
Dept. of Defense, Washington. D.C; US. Department of Agriculture, Washington 25, D.C: Ofice of Civil Defense, Battie Creek, Michigan; U.S. Informa 
tion Agency, Washington, Db; National Aeronautics & Space Administration, Langley. Field, Virginia; Federal Aviation Agency, Washington, D.C. 
SCIENCE & RESEARCH: American Foundation tor the Study of Man, N. Y., NY Armour Research Foundation, Chicago, lz Bartiett Research, Inc», Detroit, 
Michigan Ordnance Research Laboratory, University Park, Pennsylvania; Rockefeller Institute, New York, N. Y: Bell Telephone Labs, Murray Hill, New 
Jerseys Brookhaven Natl. Labs, Upton, New York; Oak Ridge National Lab. Oak Ridge, Tenn; Union Carbide Nuclear Co, Oak Ridge, Tenn Argonne 
I is, Idaho ©" CHURCHES & RELIGIOUS CONGREGATIONS: Baptist Foreign Mission Board, Richmond, Virginia; Missions Tele- 
Telestant Radio & TV Center, Atlanta, Georgia; Reorganized Church of Jesus Christ of LOS. Independence, Mos 
United Prósbyterian Board 1 Missions, New York, N. Y. ® ‘SCHOOLS, COLLEGES & UNIVERSITIES: University of California, Berkley 
Torna; Los Angeles Stato College Foundations, Los Angeles, Cali; California Inst of Technalony, Jet Propulsion Lab, Pasadena, Californie; Yale Univer. 
sity, New Haven, Conn.: University of Miami, Radio, TV & Film Department, Coral Gables, Florida; University of Georgia, Athens, Georgia; University of 
Chicago, Chicago, Illinois; Purdue University, Lafayette, Indiana: lowa State University, lowa; Kansas University, Kansas City, Kansas; Johns Hopkins 
University, Baltimore, Má, University of Maryland, College Park, Maryland; Boston University, Boston, Mass; Harvard. University, Boston, Mass 
Massachusetts institute of Technology, Lexington, Mass; University of. Michigan, Ann Arbor, Michigan; Rutgers University, New Brunswick, New 
dersey, Princeton University, Princeton, New Jersey; New York State University, Brooklyn, New York: Rensselaer Polytechnic Inst, Troy, New York; Ohio 
‘State ‘University, Columbus, Ohio; University of Texas, Houston, Texas; University of Virginia, Charlottesville, Virginia © AERONAUTICS & SPACE: 
‘American Airings, Flushing, New York, Bendix Aviation Corp, Eclipse Pionser Bivsion, Teterboro, New Jersey; Convair, San Diego, California; Douglas 
Alreratt Co, Santa Monica, California; Goodyear Alrcraft Co. Akron, Ohio; Grumman Aircraft Corp., Belhpage, Now Yorki Kaman Aircrat Co, Bloomheld, 
Comm; Lockheed Aircraft Corp. Marietta, Georgia; North American Aviation, Columbus, Ohio; McDonnell Alreraft, St. Louis, Missouri, Pan, American 
World Airways, San Francisco, ‘california; Republic Aviation Cor., Farmingdale, L. t Trans World Alriines, Kansas City, Missouri United Air Lines, San 
Francisco, Calorie; Aorojet Corp. of America, Sacramento, California; Raytheon Company, Bedford, Mass. © COMMUNICATIONS CDS News, Motion 
Picture Productions, New York, New York; DuMont Television Network, New York, New Yorki National Broadcasting Co, New York, New. York, 
Natural Science TV Project, Drumlin Farm, South Lincoln, Mass TV. Spot, Cedar Rapids, own, Westinghouse. 
Electric Corb, Photo & TV ‘service, Pittsburgh, Pa; Movietono News, New York, New York) Time, Inc, New York 
New York; National Geographic Society, Washington, D.C; Britian Commonwealth Intl. Newstim Agency, New York, 
New Yorki The Curtis Publishing Co, Philadelphia, Pas Life Photo Labs, New York, New York e. STATE AND. 
LOCAL AGENCIES: Chicago Park Dist, Chicago, Ninos; Colorado Dept. of Highways, Denver, Colorado; Northern 
Indiana Public Service, Hammond, Indiana; Kenosha Public Museum, Kenosha, Wisconsin, Michigan State High 
Way Dept, Lansing, Michigan; New York Police Dept, New York, N. Y: New York Slate Department ot Com: 


Stato Board ot Education, Richmond, Virginia, Massachusetts. Audubon 
tional wildlife Federation, Washington, D.C. ® INDUSTRY: Allstate Insur 
noisy American. Car & Foundry Industries, Berwick, Pennsylvania; American 
Gyanamid Company, Bound Brook, New Jersey, American Machine & Foundry Company, Springdale, 
Conn; American Motors, Detroit, Michigan; Armstrong Cork Company, Lancaster, Pa Chrysler Corpora 
tion, Detroit, Michigan; Corning Glass, Coming, New York; Dow Corning. Corporation, Midland, Mich: 
Igan; E; 1. du Pont de Nemours, Wilmington, Delaware; The Firestone Tire & Rubber Company, Akron, 
Chio: Ford Motor Company, Dearborn, Michigan; General Electric Co, Syracuse, New York) General 
Motors Corp, Detroit, Michigan: 1B M, Oswono, New York; International Harvester Co, Chicano, 
Minois, Kimberiy.Clark Corporation, Neenah, Wisconsin; LeTeurnenu Wostinkhouso Co. Peor 
Mitre Corporation, Lexington, Mass) Pillabuty Milla, Inc, Minneapolis, Minn Radio Corp: 
New York, New York; Remington Rand, New York, N. Y R. J. Reynolds Tobacco Ca, Winston-Sale 
North Carolina; Santa Fe Railroad, Chicago, illinoisi Sholi Development Co, Emeryville, California 
Standard Oil Company of Indiana, Whiting, Indiana; U.S. Borax & Chemical Corporation, Los Angeles, 
California; Union Paeltie Railroad, Omaha, Nebraska; United Statos Steel Corp, Pittsburgh, Penna 
Western “Electric Company, Princeton; New. Jersey, Westinghouse Electric, Sunnydale, Colitomía 
MEDICAL INSTITUTIONS: American Medical Research Foundation, Dayton, O. Mallory Inst, of Pathology, 
Boston City Hospital, Boston, Massy College of Physicians & Surgeons, New York, N, Y, Henry Ford 
Hospital, Detroit, Michigan; Dartmouth Medical School, ‘Dept. of Cytology, Hanover, N, Mi Inst, of 
Ophthalmology, Hew York, Now York, Jefferson Davis Hospital, Houston, Texas; Jonns Hopkins Hos 
pital, Baltimore, Maryland; Monteiore Hospital, Bronx, New York, National institute of Health, Bath: 
Maryland; N. Y. Bellevue Medical Center, Dept. of Ophthalmology, New York, N, Y New York 
yo & Car infirmary, New York, N; Y. St, Joseph Hospital, Orango, Calliomiay Stanford Medical Cen: 
ter, Palo Alto, California; U.S, Public Health service, Communicable Disease Center, Atlanta, Georgia 
Smith, Kline & French, Philadelphia, Pa Harvard University Medical School, Bonton, Mass. 
N, Y. University Medical Center, New York, New York 'e FILM PRODUCERS: Marvin Becher 
Fims, San. Francisco, "orden Productions, Concord, Massachusetts; Bray 
Studios Inc., New York, N. Y Calvin Productions, Kansas City, Missouri, Campus Film 
Productions, New York, N. Y Candid Camera Có. New York, N, Ya Capital Flim 
Service, East Lansing, Michigan: The Carson Co, New York, N. Y; Cavalcade 
Productions, Chicago, Illinois; Chicago Film Studios, Chicago, ilinols; 
Coleman Productions, New York, N: Y., Columbia Picture, Corps 
Hollywood, "Colifomi Instructional” Films, Chicago, 
Minois; Craven Film Corporation, New York, N. Y Walt 
Disney’ Productions, Burbank, California; Douglas Produc 
tions Ine Chicago, Illinois; elliot, Unger & El 
York, N. Ya Filmways, Inc, New York, New York, Flore 
Jersey City, New Jersey; Rex Fleming Productions, Santa Barbara, 
California; Forde Motion Picture. Productions, Seaitie, Washington, 
Hartley Productions, New York, N; Ya Max Howe Productions, Rapid 
City: South Dakota; Iversen-Ford Associates, New York, N. Y Dallas 
Jones Productions, Ines, Chicago, llinols; Ray Krantz Films, Seattle, 
Washington; Larry Lansburgh. La Canada, California: MPO Produc 
tions, New York, N. Yu J. Ray Metirmatt & Co. Inc, New Orleans, 
Lo; Fred A. Niles Productions, Chicago, lineis; On Film, Princeton, 
N. 4 Marry Pritchett Associates, New York, N. Y Republic Studios, 
No. Hollywood, California; George Ryan Films, Inc, Minneapolis, Minne- 
ota; State Film Productions, Milwaukee, Wisconsin; Sturgis Grant Produc- 
ions, Inc, New York, N. Y. Van Praag’ Productions, New York, New York: 
Altres Waig Pictures, Washington, D.C. Weston Woods Studio, Weston, Conn. 








ies 2329 Brooklyn - Queens Expuy, Woodside, NY. 1377 


‘Al tells ond species 








LEAS 686 


